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GOVERNOR 

TIMOTHY P. MURRAY 
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JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 

02/08/2012 



Christopher Meade 

Assistant District Attorney, Suffolk County 
Dear ADA Meade, 

Enclosed is the information you requested in regards to Connuonwealth vs. 
hicluded are copies of the following; 

1. Drug Analysis Laboratoiy Receipt. 

2. Control Cards with analytical results for samples # 

3. Analysis sheets with custodial chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for samples 

Annie Dookhan was the custodial chemist and performed the j)reliminary testing and net weight for 
this sample. Lisa Glazer analyzed the GC/MS data for tliis sample. 

If you have any questions about these materials, please call me at the number below. 



Annie Dookhan 
Chemist 

Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6622 
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PHYSICAL DESCRIPTION: 

yCN 


cVov^'aV a V> <X 


Gross Wt{ o): 

Gross Wt { 1): O, C^\X3 

Pkg. Wt;_ 

NetWt: 0.3.3, IS 


•giVon V.L <xyL- 


PRELIMtNARY TESTS 
Spot Tests 


Cobalt 


PRELIMINARY TEST RESULTS 


RESULTS 


DATE_^5' 2.2-- IV 


Microcrystalline Tests 



GC/MS CONFIRMATORY TEST 


RESULTS \AgnO 


MS 

OPERATOR 


l_ C\ Cr 


DATE o^-Xm.-V( 
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Area Percent / Library Search Report 


T’K'-o 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2~201l\SySTEM 7\05__23_ll\789226 .D 
ASD 

23 May 2011 16:57 

BLANK 
ASD 
1 

DRUGS . M 
RTE 


Abundance TIC: 789226,D\data.ms 



Ret. Time 


Area Area % Ratio % 


INTEGRATED PEAKS*** 


789226.D Wed Feb 08 11:23:59 2012 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F ; \Q2 - 2011\SYSTEM 7\05_23__ll\789227 , D 

Operator : ASD 

Date Acquired : 23 May 2011 17:10 

Sample Name : HEROIN STD 

Submitted by : ASD 

Vial Number : 27 

AcquisitionMeth: DRUGS.M 

Integrator : RTE 


Abundance TiC: 789227.D\dala.ms 

400Q00 
300000 
200000 
100D00 
0 

T!me-> 


Ret. Time 

Area 

Area % 

Ratio % 


6.380 

782414 

100.00 

100.00 



789227.D Wed Feb 08 11:24:02 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q2-2011\SYSTEM 7\05 23 

11\789227.D 


Operator 

ASD 



Date Acquired 

23 May 2011 17:10 



Sample Name 

HEROIN STD 



Submitted by 

ASD 



Vial Number 

27 



AcquisitionMeth 

DRUGS.M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum Quality: 

80 


C:\Database\NIST05a.L 

C;\Database\PMW_T0X2.L 

Minimum Quality: 

80 

PKil RT 

Library/ID 

CAS# Qual 


6.38 C:\Database\SLI,L 
HEROIN 


000561'-27~3 


99 


Abundance 

80 
60 
40 i 


4i3 


20 


0-i 


81 


59 

i .m'-' . 


Average of 6.338 to 6.587 min.: 789227.OVdata.ms (-) 
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i b-T'-r‘-1 i « i 
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jii 
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284 
y 298 


364 il 


369 


m/z-> 40 60 80 100 1 20 140 160 1 80 200 220 240 260 280 300 320 340 360 
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0 


43 


59 

gli, li 
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81 
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94 

I I. if. . .1 l.j:' 


115 


146 


-prirt-rT 


28 

iti.iij! 


162 


268 


327 


215 


174 


197 




r-r r[ < i' \ 


T“ 


228240253 
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T" 


341 

-pn 


-J-r-n- 
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Wed Feb 08 11:24:03 2012 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator i 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator 


Data File: 

F:\Q2-2011\SYSTEM 7\05_23_ll\789240,D 
ASD 

23 May 2011 19:54 

BLANK 
ASD 
1 

DRUGS . M 
RTS 


Abundance TIC: 789240.D\dala.nis 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


789240.D Wed Feb 08 11:24:40 2012 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2--2011\SYSTSM 7\05_23_ll\789241. D 
ASD 

23 May 2011 20:07 


ASD 

41 

DRUGS.M 
RTE 


Abundance 

50QG00 

400000 

300000 

200000 

100000 


0 


3493 


Tlme-‘> 2,00 2.60 




TfC: 789241.D\data,ms 


6.375 




-fr 


“T 


3.50 4.00 4.60 6.00 6.50 


6.00 6.50 7.00 7.50 8.00 


~T 


I I I I i 

8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.293 

626392 

49.13 

96.59 

6.375 

648498 

50.87 

100.00 


789241.0 


Wed Feb 08 11:24:45 2012 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2”2011\SYSTEM 7\0B__23__ll\789241, D 
ASD 

20:07 

ASD 

41 

DRUGS . M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a.L Minimum Quality: 80 

C: \Database\PMW_TOX2.L 


PK# 

RT 

Library/ID 


CAS# 

Qual 

1 

3.29 

C:\Database\NIST05a.L 






1H“Purine-2,6-dione, 

3,7-dihydro-1, 

000058-08-2 

98 



IH-Purine-2,6-dione, 

3,7-dihydro-l, 

000058-08-2 

98 



IH-Purine-2,6-dione, 

3,7-dihydro-1, 

000058-08-2 

97 


Abundance 


80 


60 


40i 


20 


0 


m/z-> 


10 20 


Average of 3.251 to 3.478 min.: 789241.D\data.ms (-) 


55 67 


42 


M j , i 

30 


i-y 

40 


i-i-iyr 

50 


ill. 


82 
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94 


122 

-rrn-r 


136 

t -i 4W 


1$4 


149 
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179 


207 


j rr M f E I ( J I < f t f j i i t < j 
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Wed Feb 08 11:24:45 2012 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-201l\SYSTEM 7\05__23__ll\789241 *D 

Operator : ASD 

Date Acquired : 2^Ma^ 2011 20:07 

Sample Name : 

Submitted by : ASD 
Vial Number : 41 

AcquisitionMeth: DRUGS,M 
Integrator : RTE 


Search Libraries: C:\Datafoase\SLI.L Minimum Quality: 80 

C 1 \Database\NIST05a.L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 

PKII RT Library/ID CAS# Qual 


2 6.37 C:\Database\SLI.L 

HEROIN 000561-27-3 99 


Abundance Average of 6.338 to 6.534 min.: 789241 .D\data.ms (-) 


801 



m/z^-> 40 60 80 100 120 140 160 180 200 220 240 260 280 ,300 320 340 360 


789241.D Wed Feb 08 11:24:46 2012 Page 3 
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Area Percent / Library Search Report 


Information from 
File Name ; 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number ; 
AcquisitionMeth: 
Integrator ; 


Data Pile: 

F:\Q2-2011\SYSTEM 7\05_23^ll\789243.D 
ASD 

23 May 2011 20:32 

BLANK 
ASD 
1 

DRUGS , M 
RTE 


Abundance T!C: 789243.D\data.ms 



Time-> 2.00 2,60 3,00 3.50 AOO . ^.00 7,60 8.00 8,50 9.00 9.50 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS**^ 


789243,D Wed Feb 08 11:24:58 2012 Page 1 
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Area Percent / Library Search Report 


Info rma tion f rom 
File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2011\SYSTEM 7\05__23__ll\78924<l .D 
ASD 

23 May 2011 20:45 

HEROIN STD 
ASD 
27 

DRUGS.M 
RTE 


Abundance 


TIC: 789244,D\data,ms 
6480 


500000 

400000 

i 

OOOOOOi 

200000 I 

iooooo{ 

0 K I I I j i p ;n^r-| TI ' I 1 I T ; Tvpn t 1 j r r t i j t i i i | t i i t j i mU p ) M i ) y ■t-T-r- | ,-- p -;-- ry T-- r - rn - y T-- r - r - ry T- 7 --i-- ry T- 7 - x - r 

Time-> 2.00 2.50 3.00 3,50 4.00 4.50 5.00 5.50 6.00 6.60 7,0g_T5g^..J^^^ .8,50 9-00 9,60 


Ret, Time 

Area 

Area % 

Ratio % 

6.380 

866900 

100.00 

100,00 


! 


789244.D 


Vied Feb 08 11:25:03 2012 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by ; 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2011\SYSTEM 7\05_23_11\789244,D 
ASD 

23 May 2011 20:45 

HEROIN STD 
ASD 
27 

DRUGS.M 
RTE 


Search Libraries: C:\Database\SLI,L Minimum Quality: 80 

C:\Database\NIST05a,L Minimum Quality: 80 

C:\Database\PMW_TOX2.L 


PK# RT Library/ID 


CAS# Qual 


1 6.38 C:\Database\SLI.L 

HEROIN 


000561-27-3 


99 


Abundance 

80 

60 

40 

20 


0 


43 


Average of 0,333 to 6,644 min.: 789244.D\data.ms {/ 


327 


268 


81 
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t ' ^ ' V ' 




162 
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ii !l I IQI 
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I'' ’ * r '' M '''' I' ’'' n ^ ^ ‘ 1 


nn/z-~> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 
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jik ill 
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T-T“T'x-r-r-r'r'r 
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TT-Hf'T 


m/z-> 40 60 80 100 120 140 160 180 200 220 240 260 280 300 320 340 360 
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Wed Feb 08 11:25:04 2012 
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